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Lesson Topic 5-1-2

Another part of the Group Assembly Parts Lists is a table that provides a
cross-reference from the figure and index number to part number, description
and units per assembly. Refer to pg. 2-3 in the IPB and locate 1-2' in the
figure/index number column. The part number, listed across from it, is
2803-1 and the description is Reflector, Antenna, Al (529260C90041) ,the
unit per assembly is 1.

Transistor Q2 on the AFC INTEGRATOR CARD is defective. List the information
for Q2 in each blank below. Refer to the IPB.

a.  Figure and item number ______________________________

b.  Part number_________________________________________

c.    Description _____________________________________

d.    Units per assy. _^______^_____^___^_^___

a.    24-8                                             c.    Transistor,  PNP,  silicon

b.     2N4931                                                 d.     one

The IPB also provides for situations where only a part number is known and
the remainder of the information must be found. Section II of the IPB,
the Numerical Index, provides a cross-reference from the part number to
manufacturer's code, figure and index number, National Stock Number, (if
any), Quantity per trainer and course code. The part numbers are listed
alphanumerically starting with letters and then numbers. The same part
number may be used more than once in the equipment. If this occurs, all
figure/index numbers will be listed. You may use either index number. To
find the figure/index number, locate the part number, then turn to the
corresponding figure/index number in section II. For example: refer to
section III and locate part number RCR07G201JS, notice that the figure and
index number is 5-29/18-11,-now refer to section II and list the description
below.

RESISTOR, FIXED COMPOSITION:  200     +5%, 1/4 WATT

Section IV, Reference Designator Index, is used when the reference desig-
nator is known. This section of the IPB is arranged alphanumerically list-
ing in sequence all designators of the radar system. For example, during
troubleshooting of the sweep generator card, C4 is found to be defective.
The complete reference designator for C4 is A3A2C4 because it is located
within the synchronizer unit, A3, and on the sweep generator card, A2.
Refer to the IPB section IV, locate A3A2C4 and you find the part number
is CQ09A1MA333J3 and the figure/index number is 6-9.  From this
information, the location and description can be located in section II.
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